SAINT  JAMES  EPISCOPAL  CHURCH 
HYDE  PARK,  N.  Y. 

President  Franklin  D.  Roosevelt  was  senior  It 

warden  here;  four  generations  of  Roosevelts  ° 

were  members.  Built  in  1844;  rebuilt  in  1911.  < 

Dr.  John  Bard,  personal  physician  to  George  1 

Washington,   is   buried   in    the   church  yard  < 

grave.  J, 
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